SHIPSTOI-T-ON-STOUE  HlIRAL  DISTHICT  COUl'TCIL 


/ 

ANNUAL  REPORT 


OR  THE 

IVIEDIC.'i  OFFICER  OF  HEALTH 
for  the  year 
19A8. 


Tog  The  Chairman  and  Members  of  the  iShipston-on-Stour 

Rural  District  Council, 

I  beg  to  submit  herewith  my  report  fo;c  the  year  1948 
v/hich  is  on  similar  lines  to  the  report  for  the  year 

1947. 


11,  Guild  Street, 
Str atf o  rd-on~Avon  * 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30084933 


Estimated  Population  8,130 
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Rates  All  infants  per  1,000  live  births  -  21,5  (28.0) 
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N,B  Pigpres  in -brankets  are  for  I9A7 
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TUBERCULOSIS 


/• 
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The  following  tables  shov/  '(1)  the  incidence  of  Tuberculosis 
and  (2)  deaths  from  Tuberculosis. 
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DIPHTHERIA  IMlUlflSATIOH 


The  number  of  children  immunised  from  1st  Januo.iy  to  4th  July,  1948 
was 

Under  9  years  3-14  years  Total  Booster 

31  10  61  80 

On  the  3th  July  this  service  became  a  County  Council  resi:;onsibility 
under  the  Ha.tionaH  HeoRth  Act,  1946, 
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CAUSES  OF  DEATH 


Male  Female 


Tuberculosis  (of  respiratory  system)  ^  1 
Cancer  of  buc • cav# oesophagus  (F)  uterus  (M)  2 
Cancer  of  stomach  and  duodenum  1 
Cancer  of  breast  - 
Cancer  of  other  sites  '  '  ^  ^ 
Intra-cranial  vascular  lesions  3 
Heart  Diseases  .  19 
Other  diseases  of  circ. system  1 
Bronchitis  •  3 
Pneumonia  3 


Other  respiratory  diseases  .  .  - 
Ulcer  of  stomach' and  duodenum  2 
Other  digestive  diseases  - 
Nephritis  '  1 
Premature  Births  1 
Cong.Ma.  birth  injuries^  Inf ant  diseases  2 
Road  Traffic  Accidents  1 
Other  violent  causes  - 
All  other  causes  2 
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NOTIFIABLE  DISEASES  (AGE  GROUPS) 
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-FACTORIES  ACTS.  1957  OJid  19‘^8 


1.  Inspections  for  purposes  of  loro-visions  r.s  to  lieoith 
(including  inspections  nade  by  So-nitaiy  Inspectors), 


No  •  on 

Prenises  Register 

Nunber  of  • 

Inspections 

VVritten 

Occupiers 

notices 

Prosecuted 

Factories  in  v/hich 
Sections  1,2, 3,4  and6 
arc  to  be  enforced  by 
Local  Authorities 

10 

18 

Nil  ^ 

Nil 

Factories  not  included 
in  above  in  which  Sect, 
7  is  enforced 

23 

41 

4  ^ 

I  ■  -  -  - j 

Nil 

Other  jprenises  in  which 
Section  7  is  enforced 
(excluding  out-workers* 
Prenises ) 

18 

23 

Nil 

Nil 

TOTAL 

t..  .  •■■  ■  ■ 

1 — 1 
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Nil 

2,  Co.ses  in  wbicb  Defects  v\^ere  found 


'■  ■  -  — 'T 
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Particulars 

Eeund  I 

Remedied  i 

Number  .of . ,.c ase s 
Le.igrred 
to  H.]\L _ _ _ 

No,  of 
prose¬ 
cutions 

Inspector 

Inspector 

Want  of  Cleanliness  ' 

4 

4 

Nil 

Nil 

Nil 

Overcrowding 

~in 

Nil 

Nil 

Nil 

Nil 

Unreasonable  toinperature 

Nil 

Nil 

Hi 

Ml 

Nil 

Inadequate  ventila^tion 

Nil 

Nil 

Nil 

in 

Nil 

Ineffective  drainage  of 

floors  , 

Nil 

Nil 

Nil 

Nil 

Nil 

Sanitary  Conveniences s- 

(a)  Insufficient 

(b)  Unsuitable  or 
defective 

(c)  Not  sep cerate  for 
sexes 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

...  TOTAL 

.  4 

4 

I — I  . 

•H 

- - - 

Nil 

Nil 
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REPORT  OF  SANITARY  INSPECTOR 

1.  WATER  SUPPLIES 

4.T  situated  on  the  Lower  Lias  Clay  and  the  nanority 

of  the  villages  arc  supplied  v/ith  v/ater  issuing  from  the  Oolite 
cappings  of  the  surrounding  hills. 

4:*  ..  Q,  only  water  obtained  from  outside  the  area  is  that  taken 

Ebrington  and  is  used  to  ,sui:)ply  Ships ton-on-St our, 
Honington,  Barcheston,  ll/illington  and  Burciington,  ’ 

^  snodl  ^  pi^ed^  system  feeds  to  Halford,  Oihiill,  Vdiatcote  ond 

cLlicooe,  but  IS  limited  by  roo-son  of  the  lov;/’  yield  of  the  springs, 

4-  4-  remodnder  of  the  villages  depend  upon  small  STjrings  piped 

to  stoiidpipos,  end  a_ number  of  v/ells.  These  onetotally  inadequate 
to^  serve  the  population  and  in  dry  periods  much  shortage  is 
experienced.  The  quality  of  the  wo-ter  in  many  of  these  smodl 
suxpplies  is  of  doubtful  character. 


Maintenance  of  the  existing  systems  is  heo.vy  and  wonteflil 
but  every  effort  is  mo.de  to  keep  the  supplies  in  as  satisfactory  a 
conciition  as  is  possible.  Until  the  new  system  is  constructed 
however,  ^ houses  connot  have  water  “laid  on“  and  much  shortage  will 
be  experienced. 


The  Consulting  Engineers  employed  by  the  Council  have 
prepared  a  draft  wo.ter  scheme  for  the  full  supply  of  water  to  oTl 
^nestle  . -0101  agriculturri  property.  This  scheme  was  placed  before 

theihinistry  of  Health  in  1947  and  the  Council  await  the  Public 
Inquiry . 

Difficulties  occurred  during  the  year  ats- 

Braile s t  Restrictions  o.s  to  use  of  water  ov/i.ng  to  shorto.ge. 

Honing tong  Shortages  due  to  defects  in  old  main, 

Oxhill,  I'lTiatcote  and  idlieoteg  Shortages  due  to  over— 
loading  of  system,  Restrictions  imposed. 

jlmingto.n;  Shortages  due  to  lov/  yield  of  siDrings,  Restrictions 
imposed, 

Tredingto.n  and-  Hev/boldg-  -  Considerable  shortage.  Water  is  being 
cammed  to  the  villages  throughout  the  year, 

Darlingscote  and  Blackwell;  Water  shortages  due  to  low  yield 
of  v/ells. 

Supply  ina.dequa-te  most  of  the  year  and  pipes  are  too 
smad.1  to  make  full  use  of  wate ravahl oh le, 

Whi chf o rd g  Considerable  shortage  due  to  low  yields  of  spri.ngs, 

- 


Plumb o  Solvency  8 


There  is  no  vYo.ter  used  in  the  area  which  has  been  found  to 
be  plumb o  solvent. 

2 .  Wat e  r  Analy s  e  s 

The  undermentioned  v/ater  samples  have  been  tohen  during  the  year® 
Vdiere  unsatisfactory  results  a.re  rcxDorted  the  sur)xolies  are  investigated 
end  remedial  measures  t aliens 


Samples  taken 

21 


Satisfactory 

11 


Unsatisfactory. 

10 


One  v/ell  was 
temporarily. 


closed 


5.  Drainage  and  Seworapjo. 

The  general  system  of  drainage  and  sewage  disposal  for  the 
area  is  unsatisf actor;>^.  The  only  villages  properly  sexYcred  being 

Shipston-on-otour  and  Honington.  The  remainder  a.re  seY/ered  in  parts 
or  drained  into  culverts,  and  treatment  is  by  land  and  ditch 
irrigation. 

A  madn  butfadl  sea/er  has  been  laid  during  the  year  at  Stretton- 
on-Fosse  and  of  a  small  disx)osal  V\/'orks  is  being  constructed 

to  abate  the  nuisance  at  the  lov/er  part  of  the  village.  In  other 

villages  short  lengths  of  sewers  have  been  laid  w^here  old  culverts 
have  become  a  nuisance. 

4.  Meat  and  other  Foods g 


Ov/ing  to  centralised  slaughtering  meat  insxoection  is  confined 
to  shoxos,  this  is  caxried  out  as  is  necessary  and  othorf oodstuffs 
insxDected  and  examined  as  a  matter  of  routine. 

3.  Foods  condemned g 

1/Vet  Fish  11  stones 

Tinned  fruit  122  tins  (15O  lbs.  axaprox) 

Tinned  meats  and 

Fish  3  tins  (3  I'bs  approx.) 

Tinned  milk  38  tins  (38  lbs  approx.) 

Tinned  Vegetables  2  tins  (4/2  lbs  axox^^ox.) 
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